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x-archive-meta-cite: J. Res. Natl. Inst. Stand. Technol. Vol. 99, No. 3, p. 241
x-archive-meta-collection: NISTJournalofResearch
x-archive-meta-creator: Wu, Y.C.; Koch, W.F.; Feng, D.; Holland, L.A.; Juhasz, E.; Arvay, E.; Tomek, A.
x-archive-meta-description: Journal of Research of the National Institute of Standards and Technology
x-archive-meta-issue: 3
x-archive-meta-keywords: absolute measurement; conductance; electrolytic conductivity; potassium chloride; primary standards; resistance standard
x-archive-meta-language: English
x-archive-meta-mediatype: texts
x-archive-meta-page: 241
x-archive-meta-pubdate: 1994-05
x-archive-meta-publisher: National Institute of Standards and Technology
x-archive-meta-rights: The Journal of Research of the National Institute of Standards and Technology is a publication of the U.S. Government. The papers are in the public domain and are not subject to copyright in the United States. However, please pay special attention to the individual works to make sure there are no copyright restrictions indicated. Individual works may require securing other permissions from the original copyright holder.
x-archive-meta-title: A dc method for the absolute determination of conductivities of  the primary standard KCl solutions from 0-degrees-C to 50-degrees-C
x-archive-meta-volume: 99
x-upload-date: 2011-08-30T19:10:27.000Z
